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YORK   MINSTER,  THE  DIGNIFIED  AND   MASSIVE   CHURCH   OF   ST.   PETER

Famous especially for its extensive and representative series of stained glass windows,
the minster includes examples of the early English decorated and the early and late per-
pendicular styles. On both sides of the west facade rise two richly decorated towers, 201 feet
in height; in the northwest tower hangs the bell, Great Peter. The central tower rises 216 feet.
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